._.~~~- 
- - 
-- --~-------~_ 
..__ .- ------- 
------ 
~--~~------ 
-----_._--~-~--- 
- 


Page 1 


Accept 
*Nqnnn4n1 nn* 
Setup 
Start 
*N~1* 


Stop 
*N~?* 


Cust Item 10: 


Customer: 


Run 
Start 
*NR1 * 
Tooling: 
Date: 
~~._-- 
Stop 
SPC (YIN): 
Date: 
*NR?* 
------ 


Set Upl 
Tool 10 
Tool # 
Plan 
Accept 
Reject 
Reject 
Insp. 


Run Hours 
Code 
Qty 
Qty 
Number 
Stamp 
----_._.-.-- 
~-_.-~--------------~---- 


*1R* 
*1R* 


Date: 


Date: 


Start Qty: 
16.00 


Req'd 
Qty: 
16.00 


Receptacle 
Bracket Assembly 


D4636-043 


Sequence 
IDI 
Operation 
Work Center 
10 
Description 


i ~~~\V 
~_b_r 
~e_vision Nb_r 
, 


i D4636 
C 
-----------~---- 
--~------- 
------- 
------------------~_._--_._._---------------- 
100 
0.00 


Item 10: 


Revision 
ID: 


Item Name: 


Start Date: 
9/16/13 


Required 
Date: 9/20/13 


Reference: 


-A-p-pr-o-v-a-Is-: 
---p-ro-ce-ss-p-l-an-:-4 
__ 


QC: 
~~ 
_ 


*100* 
Wate~jet 


FLOW CNC Waterjet 
~JlI,()l(o 


FLOW WATER JET 


Memo 


I-Cut D4636-3F 
as per Dwg 
DwgRev: 
C. 
Prog Rev: 
C. 
2-Deburr 
if necessary 


0.00 


110 
QC2- Inspect parts off machine FAI/FAIB 
0.00 
*110* 
QC 


Quality Control 


Memo 
0.00 


120 
*1?O* 
QC 


Quality Control 


QC8- Inspect parts - second check 


Memo 


0.00 


.0.00 


OAS 
21 
9-89 


-.., 
.. - 
-~---~ 
--- --~----------- 
.._-- 
--------------- 
-----------~------ 
-- 
----._-- 
"------------ 
-- 
------------ 
---------------~-_._- 
------------_._-~~._------ 
Work Order ID 107036 


September-16-13 
11:18: 14 AM 
*1 n7n~R* 
Page 2 


--_._-----~~ 
-_.__ ._------------ 
----_. 
__ ._--- 
--"_ .. _"-----_.. 
-----------_._-- 
.._._-------------------------~--- 
----------- 
------------------ 
Item ID: 
04636-043 


Revision ID: 


Item Name: 
Receptacle Bracket Assembly 


Accept 
*Nqnnn4n1 nn* 
Setup 
Start *N~ 1* 


Stop *N~?* 


Start Date: 
9/16/13 


Required Date: 9/20/13 


Reference: 


Start Qty: 
16.00 


Req'd Qty: 16.00 
*1R* 
*1 R* 


Cust Item ID: 


Customer: 


Approvals: 
Process Plan: 
_ 


QC: 
_ 


Date: 


Date: 


Tooling: 


SPC (YIN): 


Date: 
_ 


Date: 
_ 


Run 
Start 


Stop 
*NR1 * 
*NR?* 
--- ----_._------------------ 
----------------------- 
Operation 
Set Upl 
Tool ID 
Tool # 
Plan 
Accept 
Description 
Run Hours 
Code 
Qty 


0.00 


1- C'SINK HOLES AS PER DWG 
2- BEND AS PER DWG 
3- INSTALL RIGID RECEPTACLE 
AS PER DWG 


Sequence IDI 
Work Center ID 


130 
*1 ~n* 
Small Fab 


Small Fab 


NC BRAKE 


Memo 
0.00 


Reject 
Qty 
Reject 
Insp. 
Number 
Stamp 


~ 
~'t(18 
7 


140 
*1 L1.n* 
QC 


Quality Control 


QC5- Inspect part completeness 
to step on W/0 


Memo 


0.00 


0.00 


CAS 
16 
9-89 


IdentifY as per dwg & Stock 
Location: __ 
150 
*1 ~n* 
Packaging 


Packaging 
Memo 
fPI 
to~) '13 


0.00 


0.00 


... - --_._-~~ 
----- 
-----~- 
--~---_ 
..._---_ 
..- 
._ .._---_.---------- 
_.~~ -------_ 
.._---~--~--------_._----~-----~--------- 
--_. -'-- 
- 
.._---- 
-- - .-~------- 
_. ---- 
._----~-----~ 
-----_._------ 
--------------~~-~------ 
*1 n7n~R* 
Work Order ID 
107036 


September-16-13 
11:18:14 AM 
-~---- -_. -------~--_. 
------------ 
- -------- 
Item ID: 
D4636-043 


Revision ID: 


Item Name: 
Receptacle 
Bracket Assembly 


----_ 
.._--_. 


Accept 
*NQ00040100* 


Page 3 


Setup 
Start *N~ 1* 


Stop 
*N~?* 


Process Plan: 


QC: 
_ 


Start Date: 
9/16/13 


Required 
Date: 9/20/13 


Reference: 


Approvals: 


Start Qty: 
16.00 


Req'd 
Qty: 
16.00 
*1R* 
*1R* 


Date: 


Date: 
~ 


Tooling: 


SPC (YIN): 


Cust Item ID: 


Customer: 


Date: 
~ 


Date: 


Run 
Start 


Stop 
*NR1 * 
*NR?* 


Sequence 
IDI 
Work CenterlD 


160 
*1~()* 
QC 


Quality Control 


Operation 
Description 


QC21- Final Inspection 
- Work Order Release 


Memo 


Set Upl 
Run Hours 


0.00 


0.00 


ToolID 
Tool # 
Plan 
Code 
Accept 
Qty 
Reject 
Reject 
Insp. 
Qty 
Number 
Stamp 
/7fllw_#f 
# 
Cf )~ 
JY 


'Pieklist Print 


September-16-13 
11:18:13AM 


Work Order 
10: 
107036 


Parent 
Item: 
04636-043 


Parent 
Item Name: 
Receptacle 
Bracket Assembly 


.•" 
," 


_.-,-- ,---- 
--_. 
- p~ 


Start 
Date: 9/16/13 
Required 
Date: 9/20/13---- 


Start 
Qty: 
16.00 
Required 
Qty: 
16.00 


Comments: 
IPP REV:A 
12.04.30 
NEW ISSUE 
DO VERF:EC 
IPP REV:B 
13.06.20 
DWG 
PC2 
DO VERF:JLM 
IPP REV:C 
13.07.17 
AS PER DWG REV.C 
DO VERF:JLM 


Qty 
Date 
Status 


I' 
'd~ 
..'~ 
... ~~~ 
~ 


610 


Qty per Kit 
Total 
Qty 


18,153.000 


129.0000 


Qtyon 
Hand 


372.4900 


Loc Code 


Loc Code 


Loc Code 


Unit of 
Measure 


Each 


~ 


129 


29 


100 


sf 


~ 


372.49001 


52.49001 


320 


Each 


~ 


18153 


8873 


9280 


Route 
Seq 10 
Bin 
Primary 
Last 
Item 
Location 
Location 


No 


Location 


ST396 


MI26188 


MI26740 


No 


Location 


MAT020 


ml25754 


~ 
No 


Location 


Mezz 


1173 


13276 


Purchased 


Purchased 


Purchased 


Mfg/ 
Purch 
Replacement 
HemID 


,~ 
.." 
, 30. ' 
••• 


2350-18-C3Y 


Rigid Receptacle 


Component 
Item ID/ 
Item Name 


M304S20GA 


304/316 
.040 Sheet 


~ 
MS20426AD313 


Rivet 


D 


8 


- -- ---------- - 
- .- _._--_.- _. 


4 
3 


ITEM NO. 
QTY. 
PART 
NUMBER 
DESCRIPTION 
0043 


X 
04636-043 
RECEPTACLE 
BRACKET 
ASSY 


2 
04636-3 
RECEPTACLE 
BRACKET 


3 
1 
2350-18-e3Y 
RIGID RECEPTACLE 


4 
2 
MS20426AD3-2 
RIVET 
D 


c 


04636-043 
RECEPTACLE 
BRACKET 
ASSY 
LB::, 
R 
ELEAsen 


1013-07-~ 


c 


C 
REMOVE 
-D41/.1/-1F: 
REVISE 
04636-043/.3 
1Il0.22' 
WAS 
RF 
13.06.18 
1Il0.sao 
ZN C!Hl 
: REVISE 
04636-7 
(ZN 84-5) 


B 
235'-20-27-ZC3T 
WAS 2351-2Q-027-Z3CT 
(ZN 03-1) 
RF 
12.11.30 


A 
NEW ISSUE 
RF 
12.07.25 


REV. 
DESCRIPTION 
BY 
DATE 


SHEET 
1 OF 7 


SCALE 


NTS 


A 


NOTES: 
1)MA'fERIAL: 
N/A 
2) FINISH: 
N/A 
31 TOLERANCES: 
PER DART 
OSI 018 UNLESS 
OTHERWISE 
NOTED 
4 
UNITS: 
INCHES 
UNLESS 
OTHERWISE 
NOTED 
5 
BREAK 
SHARP 
EDGES: 
0.005 
TO 0.010 
MAX 
6 
IDENTIFICATION: 
IDENTIFY 
PER 
OSI 044 6.1 
7) WEIGHT: 
0.044 
Ibs 


8 
5 
4 


DESIGN 
RF 


DRAWN 
RF 


CHECKED 


MFG. APPR. 


APPROVED 


DE APPR. 


DATE 
13.06.18 


DART AEROSPACE 
LTD 


HAWKESBURY. 
ONTARIO. 
CANADA 


DRAWING 
NO. 
D4636 


TITLE 
BRACKET 
ASSEMBLY 


REV.C 


A 


8 
4 
3 
2 


D 
D 


c 


@ 


-EB- 


@ 


£ 
1.800~0.015 


2.52 
REF 


1.20 
REF 


c 


0.30 


04636-3 
RECEPTACLE 
BRACKET £ 
R 
ELEASED 
2013-07~ 


A 


REV.C 


SHEET 
2 OF 7 


SCAlE 


NTS 


2 


DART AEROSPACE 
LTD 


HAWKESBURY. 
ONTARIO, 
CANADA 


DRAWING 
t~O. 
D4636 


TITLE 
BRACKET 
ASSEMBLY 


DESIGN 
RF 
DRAWN 
RF 
CHECKED 
MFG.APPR. 
APPROVED 
DEAPPR. 


DATE 
13.06.18 


3 
4 
5 
6 
8 


NOTES: 
'1)MA'i'ERIAL: MAKE FROM D4636-3F FLAT PATTERN 
2) FINISH: N/A 
3) TOLERANCES: PER DART OSI 016 UNLESS OTHERWISE NOTED 
4) UNITS: INCHES UNLESS OTHERWISE NOTED 
5) BREAK SHARP EDGES: 0.005 TO 0.010 MAX 
6) IDENTIFICATION: N/A 
7) WEIGHT: 0.031bs 


A 


I'L 
_ 


•• 


D 


c 


A 


8 


BEND 
LINE 
TYP 


()'>0.129 
2 PL 


NOTES: 
1) MATERIAL: 
AISI303 
55 
SHEET, 
ANNEALED 
2B FINISH 
PER 
MIL-S-5059 
OR ASTM 
240 OR ASME 
SA240 
REF 
DART 
SPEC 
M303S20GA 
OR AISI 
304/316 
55 
SHEET, 
ANNEALED 
2B FINISH 
PER 
MIL-S-5059 
OR AMS 
5513 (304) 
OR AMS 
5524 
(316) 
OR ASTM 
240 OR ASME 
SA240 
REF DART 
SPEC 
M304S20GA 
2) FINISH: 
N/A 
3j TOLERANCES: 
PER 
DART 
aSI 
018 UNLESS 
OTHERWISE 
NOTED 
4 
UNITS: 
INCHES 
UNLESS 
OTHERWISE 
NOTED 
5 
BREAK 
SHARP 
EDGES: 
0.005 
TO 0.010 
MAX 
6) IDENTIFICATION: 
N/A 
7) WEIGHT: 
0.03 
Ibs 


5 


o 
'"N 


D4636-3F FLAT PATTERN RECEPTACLE 
BRACKET 
&:. 


3 


II 
0.040 
--jl--REF 


DESIGN 
RF 
DRAWN 
RF 
CHECKED 


MFG.APPR. 


APPROVED 


DE APPR. 


DATE 
13.06.18 


D 


c 


R 
ElfASf:.~ 


2013 -07- 1 j U 


~ 


DART AEROSPACE 
LTD 
A 
HAWKESBURY.ONTARIO,CANADA 


DRAWINGNO. 
REV. C 
04636 
SHEET 3 OF 7 


TITLE 
SCALE 
BRACKET ASSEMBLY 
NTS 


6 
5 
4 
3 


DART AEROSPACE 
LTD 
Work Order: 


Part Number: 


FIRST ARTICLE INSPECTION CHECKLIST 


Preliminary 
Approval: 


Date: 


roval 


Audited 
by: 


Date: 


Measured by: 


Date: 
I 


Drawing 
Actual 
Method of 
Tolerance 
Accept 
Reject 
Insp,tctibn 
Comments 
Dimension 
Dimension 
", 
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